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CROSS REFERENCE SHEET 


MAIN SUBJECT 

Installation Tot Embassies at 
Romo and Hanking. 

A**uQut 13683-84 

To:A 3A Europe; Paclflo 

From Q30ASL.23 


CLASSIFICATION NUMBER 

Radiograms Asa Europe 

Date of Communication © H®V« 1847 
Date of Basic Document. 8 HOT * 1947 


BRIEF SUMMARY, 

Representative this Headquarters attended Meting 4 Hot. in Off 1C* 
Chief Signal officer at which State Department Representative requested 
sufficient equipment front oversea army stocks to install one off line 
SXdTOT each in Embassies at Rome and Hanking* Chief Signal Officer to 
ascertain availability equipment for local supply. Should project be 
implemented desire you aid in installation to the extent your capability, 
if so ftequested by State Department. 
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CROSS REFERENCE NUMBERS 


Routed to Tils 


Date of Classifying, JO MOV. 1947 


FILE 


Attache U.S. Military 
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-elease by NS A on 04-16-2014 
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